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USC IB: 5.7/8 



26 April 1954 



TOP SECRET 

MEMORANDUM FOR THE MEMBERS OF USCIB : 

Subject: Notification of Extension of Liaison Arrangements. 

Reference: USCIB Directive No. 12, 

1. Although not an extension of arrangements involving further 
U.S. dissemination of CCMINT to foreign governmental activities within 
the meaning of paragraph eight of the reference, the enclosure hereto 
is circulated as a matter of general interest to the Members of the 
Board. 

2. Action to inform SUSLO, London, has been taken. 

3. This cover memorandum may be downgraded to SECRET when 
separated from the enclosure. 




Enclosure 

Copy of G-2 memo, control 
no. 809, dtd 15 Apr 54. 
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DEPARTMENT OF THE ARMY 

OFFICE OF THE ASSISTANT CHIEF OP STAFF, G-2, INTELLIGENCE 

WASHINGTON 25, D. C. 



15 April 1954 



MEMORANDUM FOR: THE EXECUTIVE SECRETARY, USCIB 



SUBJECT: War Office Reque st for Cle arance of U.S. Army- 

Liaison Officer, I |(S) 



1. The War Office, London, ha s reaue 
action on the request 



A ray Liaison Officer (USARMLO 
cleared for special intelligence in order that 
may- pass to the USARMLO, and discuss with him, 
interest. 



n rw tsy 



items or xoca 



2. In fulfillment of this request, the present USARMLO, Colonel 
Forrest S. Rittgers, 0-39557, was cleared and indoctrinated 3 3/ h \/ 2 'i 

12 April 1954. PL 86 . 36 /50 use 3605 

3. It is requested that SUSLO London take steps to notify tilt 
appropriate authorities, including the War Office and | 

that Colonel Rittgers is fully cleared and indoctrinated, and is 
authorized to receiv e such CGMINT items of local interest as the 

may desire to show to and discuss with him. 

4. Regrading data cannot be determined at this time. 

FOR THE ASSISTANT CHIEF OF STAFF, G-2: 



(Signed) 

THOMAS M. LAENER 
Colonel, GS 
Chief, Plans and 
Policy Office 



Enclosure with USCIB 5.7/8. 



